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The following is a listing of the feature articles and columns 
that appeared in Occupational Health & Safety magazine 
January 1994 to December 1994. To receive copies ($2 per 
article), please enclose a check or money order for the total to 
Editor, Occupational Health & Safety reprints, P.O. Box 
2573, Waco, Texas 76702-2573. No telephone requests, 
please. Orders will not be processed without payment. 


Air Quality 
“Diffusion Vs. Active Air Monitoring Depends On Objective Of 
Evaluation” by Robert A. Weber, p. 30. 
FROM THE EDITOR “Fair And Equal Exposure” by Mark Hartley, p. 
4 


ENGINEERING CONTROL “Lab Fume Hood Nomograph Simplifies 
Ventilation Flow, Pressure Calculations” by D. Jeff Burton, p. 34. 
FROM THE EDITOR “The Science of [AQ” by Mark Hartley, p.4. 
ENGINEERING CONTROL “Nomograph Estimates Air Flow Rate 
Necessary For Unflanged Capture Hoods” by D. Jeff Burton, p. 34. 
“Well-Designed Air Control Systems Diminish Exposure To Lead And 
Acid” by Cheryl Minor, p. 109. 

“Chronic Risks In Construction: If high turnover rates present a 
logistical nightmare for enforcing obvious safe practices in the 
construction industry, the challenge increases exponentially for 
managing insidous exposure analysis and medical surveillance” by 
John F. Rekus, p. 103. 

ENGINEERING CONTROL “Readily Available Methods Estimate 
Air Flow for HVAC” by D. Jeff Burton, p. 65 

ENVIRONMENTAL SURVEILLANCE “ACGIH’s Threshold Limit 
Values Useful, But Formulas Are Still Controversial” by Jonathan 
Borak, p. 26. 

ENGINEERING CONTROL “Simple Procedures Estimate Airflow 
Through HVAC Units, Occupied Spaces” by D. Jeff Burton, p. 38. 
ENGINEERING CONTROL “Smoking Bans Create A Necessity For 
Specialized Ventilation Controls: Part 1” by D. Jeff Burton, p. 24. 
“Sick Of The System? ...The search for contaminants can be a 
complicated process, so preventive design is the simplest solution for 
‘sick buildings’ ” by Russell Laird, p. 65. 

ENGINEERING CONTROL “Smoking Bans Create A Necessity For 
Specialized Ventilation Controls: Part 2” by D. Jeff Burton, p. 34. 
ENGINEERING CONTROL “Unorthodox Ventilation Systems Can 
Exhaust Smoke at Source: Part 3” by D. Jeff Burton, p. 19. 
ENVIRONMENTAL SURVEILLANCE “Outdated Air Contaminants 
System Disruptive to Industry and Labor” by Jonathan Borak, p. 27. 


Back Safety 
“Job Re-Design, Not ‘Quick Fixes, Thwarts Many Back Injury 
Hazards” by David B. Mahone, p. 51. 
“NIOSH Guidance on Re-Design” p. 52 
“Lumbar Support Most Critical Feature To Consider During Chair 
Selection” by Marty Dagostino, p. 63. 
“Back Injury Prevention In Health Care Requires Training Tech- 
niques, Exercise” by Thomas W. Muir III, p. 66. 
“Study Questions Value of Lift Training” by OH&S Staff, p. 70. 
“Accommodation Between A Rock And A Hard Place: Case by case, 
the ADA addresses back impairment and fights workers’ comp 
malingerers by keeping the disabled at work and productive” by Eric 
Minton, p. 60. 
“Company's Exercise Program Mobilizes Its Industrial Athletes 
Before Work” by Brenda W. Simonson and Pamela Ianello, p. 44. 


Computers/Software 
“High-Tech Solutions Expand Capabilities” by Melissa A. Hennessy 
and William R. Hartigan, p. 72. 
“OSHA Regulations On-Line” by Mistina Bates, p. 76. 
“Number Crunching’ Software Persuades Management To Expand 
The Safety Budget” by Yan Ness, p. 57. 
“An Expert System for Safety” by Robert J. Hawley, and T. Cannon, 
p. 63. 
“NIOSH Finds No EMF Link at Newspaper” by OH&S staff, p. 54. 
“Software Scrutiny Keeps Paper Trail From Becoming ‘DOS Error’ 
Avalanche” by Charles W. Calmbacher, p. 57. 
COMPUTER APPLICATIONS “Interactive Multimedia Instructs the 
Individual” by Charles W. Calmbacher, p. 144. 





Confined Space Safety 
“Maritime Confined Spaces: General industry could take a lesson or 
two from the craft” by Ed Willwerth, p. 38. 
“Awareness Of Respiratory Equipment Can Prevent Confined Space 
Tragedy” by John F. Rekus, p. 44. 
“Suspenseful Suspension: Confined Space requirements for emer- 
gency retrieval have left many safety professionals confused about 
procedures and equipment to use for a quick and safe rescue that 
beats the four-minute benchmark for extrication” by J. Nigel Ellis, p. 
38. 
“Detecting Invisible Risk: Informed confined space permitters and 
entrants select and use monitors to protect against suffocation, 
poison and explosion” by John F. Rekus, p. 46. 
“Study Options On Respiratory Protection Before Permitting Con- 
fined Space Entry” by Ben Matranga and Steve Weinstein, p. 64. 
“Listening In: Voice communication plays an important part in the 
safety, well-being and productivity of those who work in permit- 
required confined spaces” by T.A. Ibbetson, p. 77. 
SAFETY TRAINING “Confined Spaces In Construction Require 
Special Analysis For Rule” by John B. Moran, p. 26. 
“Alarming Readings: Some ‘confined space gas monitors’ are not 
suited for the application” by John F. Rekus, p. 5S. 
“Solid Waste Officials Help Define Confined Space Rules” by Sharon 
Lynn Campbell, p. 166. 
“Locked Out for Entry: Power and material supply hazards in 
confined spaces are isolated with lockout/tagout programs” by John 
Rekus, p. 37. 


. Education/Training 
“Can You Read This? Linking Literacy to Health and Safety 
Training” by OH&S Staff, p. 33. 
“Study Of Supervisors Reveals Need For More Extensive Training 
Efforts” by Keith Krout, p. 56. 
FROM THE EDITOR “Guideposts To Excellence” by Mark Hartley, p. 
4 


SAFETY TRAINING “Workplace Safety Training Progress Noted, 
But Additional Work Needed” by John B. Moran, p. 26. 

SAFETY TRAINING “Inventory Probes Beyond Superstitious 
Numerology” by Thomas R. Krause, p. 26. 

“Bell South, IBM Teach CPR Interactively” by Bernard Percy, p. 56. 
SAFETY TRAINING “Win Empowered Workers’ Commitment To 
Exceeding Basic Safety Compliance” by Anthony Bimonte, p. 36. 
SAFETY TRAINING “Operationally Defined Training Helps 
Employees Achieve Adaptive Readiness” by Thomas R. Krause, p. 83. 
SAFETY TRAINING “Behavior-Based Involvement Recognized In 
OSHA Voluntary Protection Programs” by Thomas R. Krause, p. 40. 
“OSHA Revises, Rewords Hazcom Rule To Foster Knowledge About 
Hazards” by Scott Lawson, p. 44. 

“Supreme Court Links Safety With English-Only Policies” by OH&S 
staff, p. 49. 

SAFETY TRAINING “Continuous Safety Progress Focuses on 
‘Upstream’ Factors in Analyses” by Thomas R. Krause, p. 81. 
“Post-Training Checkups: With field evaluations, safety trainers and 
course designers can ensure trainees understand safety procedures 
discussed in courses” by Melvin LeBlanc, p. 101. 

“HAZWOPER Appendix Offers More Training Guidelines” by OH&S 
Staff, p. 102. 


Emergency Response/First Aid 
“Prompt Diagnosis, Treatment Critical In Workplace Burn Emer- 
gency Response” by Tom Scully and Bud Proctor, p. 80. 
“Fire Prevention Strategies Concentrate On ‘Buying Time’ For 
Trapped Employees” by Sharon Lynn Campbell, p. 45. 
“Is There A Clear Path To Exits?” by Theodore Meliard, p. 46. 
“First Aid/CPR Instructors Must Drill Employee Teams With Lifelike 
Scenarios” by Larry M. Starr, and Edward G. Burford, p. 50. 
“Response To Tragedy: Humanitarian assistance policies enable 
corporations to initiate recovery gracefully” by Robert S. Wilkerson 
and T. Michael Carter, p. 68. 
“Repetition: ‘The Essence of Learning’” by Charles Calmbacher, p. 
112. 


FROM THE EDITOR “Politically Correct CPR” by Mark Hartley, p. 4 
“CPR, First Aid Training May Not Meet Expectations of Federal 
Regulations” by Larry Starr, p. 47. 

“Troublesome Spots: By adopting an integrated approach to emer- 
gency response planning, companies can maintain a state of 
readiness for incidents occurring just about anywhere” by Corey 
Briggs, p. 52. 
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“A Deluge Can Save the Eyes: Emergency eyewashes and showers are 
crucial first aid provisions to minimize damage to eyes and skin 
where caustic chemicals are used” by Roger Champagne, p.69. 

“Is CPR Training Based on Practice That Ensures Reliable Perform- 
ance?” by Judith Wilson, p. 152. 

“OSHA Regulates, But Doesn’t Endorse” by OH&S Staff, p. 153. 
“Corporate Reply To Traumatic Events Soothes Survivors’ Troubled 
Minds” by Charles Gruetzner, p. 38. 


“Contractors’ ‘Band Aid’ Remedies May Defy Bloodborne Pathogen 
Risks” by Harry Keesing, p. 49. 


Ergonomics 
“Behavior-Based Task Analysis Prompts Early Response To Ergon- 
omic Problems” by Thomas R. Krause, Garnett W. Langston and 
John H. Hidley, p. 55. 
“Stand By Your Job: Anti-fatigue mats, shoe inserts, foot rails, 
platforms and adjustments in workplace design and practice can 
alleviate discomfort” by Roberta Carson, p. 38. 
“Foam Products Plant Institutes Policies For Reducing Repetitive 
Motion Illness” by Kenneth E. Whaley, p. 68. 
“Work Station Positioning Epuipment Keeps Employee Safety 
Within Reach” by Paul Pedersen, p. 36. 
“Poor Posture Subjects A Worker’s Body To Muscle Imbalance, Nerve 
Compression” by Mary Lou Langford, p. 38. 
“Minor Adjustments Unschackle Office Workers” by Thomas Albin 
and Stephen Gutman, p. 107. 
“How To Combat VDT Jitters” by Michelle Hartzell, p. 114. 
SAFETY TRAINING “Counter Ergonomics’ ‘New Age’ Injuries With 
Strong Preventive Training Program” by Anthony Bimonte, p. 41. 
“Prevention Pays Costs Of Cumulative Trauma” by Michael Strakal, 
p. 43. 


Hazardous Materials 
“A Blueprint For Lead Hazards” by John F. Rekus, p. 24. 
“Effective Hazardous Waste Management Helps Generators Reduce 
Costs” by Kathleen Chovit and Douglas Rhodes, p. 24. 
“EPA’s Chemical Risk Management Exceeds OSHA’s Process Safety 
Mandate” by John E. Auger, p. 64. 
“Cutting Fluids Expose Metal Workers To The Risk Of Occupational 
Dermatitis” by Michael A. Lapides, p. 82. 
“Combined Chemical, Physical Hazards Make Exposures Harder to 
Calculate” by B.K. Nelson, et al. p. 50. 
“Class Distinctions: Those who don’t distinguish their flammable 
liquids’ flashpoint classes, storage specifications and compliance 
codes can wind up trying to extinguish a blaze” by Allyn Buric, p. 42. 
“Common Ground: Hazmat training should blend components of 
HAZCOM, HAZWOPER, RCRA and HM 126-F” by John Weimhoff, p. 
45. 


Hearing/Noise 
ENGINEERING CONTROL “Simple Rule Helps Estimate Weighting 
and Sound Levels at Various Distances” by D. Jeff Burton, p. 50. 
ENGINEERING CONTROL “Noise’s Temporary, Long-Term Effects 
On Hearing Loss Must Be Quantified” by D. Jeff Burton, p. 36. 
“Has Noise Protection Become Too Flexible?” by OH&S Staff, p. 53. 
ENGINEERING CONTROL “Noise Measurement, Controls Com- 
plete Compliant Hearing Conservation Effort” by D. Jeff Burton, p. 
58. 


“Advanced Instrumentation Reveals Clearer Signals On Worksite 
Noise” by Sharon Lynn Campbell, p. 92. 


“The ‘ABCs’ of Noise Measurements Set the Stage for Responsive 
Controls” by Jim Banach, p. 75. 


Managing Health & Safety 
“Transform Fear To Trust: Communicating About Unsafe Job 
Incidents And Settings” by Ron Preston and Michael Topf, p. 60. 
FROM THE EDITOR “Reasonable Accommodation” by Mark 
Hartley, p. 4. 
“Reasonable Accommodation Often Starts With A Gesture Of Respect 
For Disabled” by David Evans, p. 32. 
“Do Night Shifts Encounter More Perils Because Safety Works Only 
Nine-To-Five?” by Don Penkala, p. 60. 
“Mobil Refinery Proudly Waves Flag As An OSHA ‘Star’ VPP 
Participant” by R. Blake Smith, p. 24. 





July 


Aug. 


Oct. 
Oct. 


Oct. 
Oct. 


Oct. 


Oct. 


“Incentive Programs Prove Rewarding For Employees Who Earn 
Recognition” by Vicki Gerson, p. 40. 

HEALTH AND SAFETY HORIZONS “Employee Focus Groups 
Cultivate Openness About Company Policies” by Phillip L. Polakoff, 
p. 36 

FROM THE EDITOR “Accolades” by Mark Hartley, p. 4. 

“Total Quality? The ‘New’ Paradigm Seems Out of Reach for Safety 
Managers” by Gary L. Winn, p. 53. 

“Looking Forward to Safety’s Rewards” by Neville Tompkins, p. 92. 
“Advertising’ Workplace Safety Helps ‘Buyers’ Realize Need for 
Compliance” by Dennis Mitterer, p. 103. 

“Precautions for the Long Journeys: Overcoming Business Travel 
Hazards” by Loretta Marino Sanford, p. 137. 

“Waste Away: Careless solid waste disposal practices can lead to back 
injury, puncture wounds and infection from broken glass, sharp 
metal pieces and hypodermic needles, heat and cold stress, falls and 
the hazards of confined spaces at the landfill” by Sharon Lynn 
Campbell, p. 161. 

“Articulating Operators: Proper consideration for operator recruit- 
ment and equipment avoids costly accidents involving articulating 
boom cranes or commercial truck-mounted cranes” by Robert 
Eckhardt, p. 20. 


Occupational Nursing/Medicine 
HEALTH & SAFETY HORIZONS “Workplace Reproductive Hazards 
Prompt a Confusion of Legal, Medical Issues” by Phillip L. Polakoff, 
p. 28. 
“Exposure Control Plans Define Risks For Bloodborne Pathogen 
Infections” by Thomas W. Muir III, p. 75. 
“Labor Department Confronts Nursing Home Injuries” by OH&S 
staff, p. 72. 
“Employers Fail to Screen Exposed Health-Care Workers” by OH&S 
staff, p. 78. 
“Tuberculosis Revival Forces Health Care To Implement Strict 
Preventative Policies” by Chip Darius and Robert L. Holdsworth, p. 
74. 
“Scientists Seek Data on TB Victims’ Occupations” by OH&S staff, p. 
80. 


“Spirometers’ Technological Evolution Spurs Increased Confidence in 
Results” by Paul Enright, p. 81. 

“Is Splitting Up Booty Turning Into A Mutiny? Impairment ratings 
provide a necessary tool for the smooth function of the workers’ 
compensation system” by Alan Colledge, p. 30. 

“Employee Health” by Shari McMahan, p. 44. 

“The Role of the Human Spirit In Recovery from Injury” by Marina 
Miller, p. 167. 


Protective Clothing/Equipment 
“The Fit Of Chemical Protective Clothing Remains Flexible For 
Evolving Standards” by Neville C. Tompkins, p. 46. 
“Eyewear Lenses Change Shape, Tint For Protection In Wide Variety 
Of Jobs” by Sharon Lynn Campbell, p. 52. 
“Tactics Against Workplace Hearing Loss Motivate Employees To 
Wear Protection” by David M. DeJoy, p. 50. 
“Footwear Alleviates Aches, Fatigue Through Better Fit, Shock 
Absorption” by Julie Johnson, p. 68. 
“Is Your Chemical Protective Clothing Quickly Becoming Landfill 
Material?” by Sharon Lynn Campbell, p. 33. 
“Updated Personal Protective Equipment Standard (April 6) Clarifies 
Requirements” by Sharon Lynn Campbell, p. 35. 
“Matching Glove Utility and Dexterity” by Bob Gaither, p. 26. 
“New Rule Mandates Hazard Assessment To Specify Protective 
Equipment Needs” by Grace Gagnet, p. 50. 
“Excluded From Final PPE Rule...” by Brian Medricka, p. 58. 
“Skin Care Plan Involves More Than Washing Hands” by K. Bruce 
Malsberger, p. 73. 
“Fabrics That Repel: A closer look at the materials within chemical 
protective clothing reveals varying capabilities to resist hazardous 
substances” by John F. Rekus, p. 62. 
“Taking Action Against Loss of Traction Means Maintenance, 
Training, Footwear” by Ken Weisberger, p. 139. 
“Foot Injury: More Than a Stubbed Toe” by Randall Vander Laan, p. 
150. 


“Weighing the Evidence: Controversy over back belts raises questions 
about workplace use” by Kevin Lund and Jill Rambo, p. 33. 
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Standards/Enforcement 
FROM THE EDITOR “Joe Dear’s First Days” by Mark Hartley, p. 4. 
“OSHA’s Dear Resolves to Reinvent Agency To Meet Demands Of 
Evolving Workplace” by R. Blake Smith, p. 21. 
“Union seeks emergency rule on machining-fluid exposure” by OH&S 
Staff, p. 29. 
ENFORCEMENT TRENDS “Aggressive Safety Data Reporting 
Could Match Environmental Disclosure Efforts” by Matthew Carmel, 
p. 30. 
“‘Tetter’ Versus ‘Intent’ Compliance: Bucking HAZCOM’s High 
Citation Trend” by Charles W. Calmbacher, p. 32. 
“Shipping Labels Must List Target Organ Effects” by OH&S Staff, p. 
34. 


“Bridging The Gap: Industry and labor are set to meet over the 
troubled waters of fall protection in steel erection, to propose the first 
ever negotiated rule” by R. Blake Smith, p. 38. 

REGULATORY IMPACT “Interview: OSHA Plans to Update Form 
for Workplace Iliness, Injury Reporting” by R. Blake Smith, p. 22. 
REGULATORY IMPACT “Scrutiny of Citations Finds OSHA Log 
Unreliable, Spurs Recordkeeping Rehaul” by R. Blake Smith, p. 23. 
“Proposed Tuberculosis Standard Tests Accelerated Rulemaking” by 
R. Blake Smith, p. 81. 

ENFORCEMENT TRENDS “OSHA Diverts Valuable Resources In 
Complaint Inspection Process” by Matthew Carmel, p. 28. 
ENVIRONMENTAL SURVEILLANCE “Understanding of Exposure 
Limits Needed for Proper Job Application” by Jonathan Borak, p. 30. 
“Lasers & Vision: High-Powered Revision” by R. Blake Smith, p. 88. 
“Further Amendments Sought for Noise” by OH&S Staff, p. 96. 

“In Plane View: Blind Spots And Visual Limits. Adherence to safe 
work practices and accepted illumination standards can deter 
accidents due to objects or activity outside the plane or periphery of 
vision” by Barrett C. Miller, p. 98. 

FROM THE EDITOR “For The Record” by Mark Hartley, p. 4. 

“Can You Take The Heat? Any strenuous job in hot, humid 
environments runs the risk of heat stress and a general-duty clause 
citation” by John F. Rekus, p. 42. 

“Falling Into Place: Panel hopes negotiated rulemaking will achieve 
consensus in steel erection industry” by R. Blake Smith, p. 70. 
FROM THE EDITOR “Wrapping Up Regulation” by Mark Hartley, p. 
4 


REGULATORY IMPACT “Performance-Based Ergonomics Standard 
To Address Future Jobs” R. Blake Smith, p. 34. 

REGULATORY IMPACT “OSHA Officials Seek Extensive Input On 
Refining Draft Ergonomic Standard” by R. Blake Smith, p. 35. 





“Employers Face Difficult Questions In Initiatives Against Alcohol 
Abuse” by David Evans, p. 58. 

“The New DOT Rules” by OH&S Staff, p. 60. 

“Process Safety Management: OSHA Standard Parallels Global 
Quality Efforts” by Duncan Kinder, p. 46. 

“NIOSH Respirator Testing Rules Give Industry Some Breathing 
Room” by R. Blake Smith, p. 85. 

“EPA Focuses On Off-Site Consequences But Overlap Exists With 
Process Safety” by Mark Dennison, p. 20. 


“Not Far To Fall: The revised Subpart M standard for fall protection 
places all responsibility upon the employer to ensure proper training 
for employees by the effective date, Feb. 6, 1995” by Frank McKeon, 
p. 30. 


Trends 


“ADA Contributes to a Deluge of Complaints Filed With EEOC” by 
OH&S Staff, p. 34. 


HEALTH MANAGEMENT “Health Care Reform Hints It’s Time To 
Get In Shape” by David Chenoweth, p. 30. 

ENFORCEMENT TRENDS “ ‘What’s in a Name?’ — OSHA Policy 
May Find Database a Tough Obstacle” by Matthew M. Carmel, p. 30. 
FROM THE EDITOR “Measures of Security” by Mark Hartley, p. 4. 
“A Safe Haven From Violence Emerges As Another Duty” by Craig S. 
Philson, p. 28. 

ENFORCEMENT TRENDS “OSHA Needs Remedy For Employers 
Delinquent With Penalty Payments” by Matthew Carmel, p. 30. 
ENFORCEMENT TRENDS “OSHA Regional Penalty Reductions 
Inconsistent Based On Union Status” by Matthew Carmel, p. 147. 
“Labor Secures Its Role Within NAFTA” by R. Blake Smith, p. 37. 
“Getting the Message Out, ;Me Entiende?” by R. Blake Smith, p. 40. 
HEALTH & SAFETY HORIZONS “Industry Will Survive the Stress, 
Hazards of High-Tech Innovations” by Phillip L. Polakoff, p. 79. 
HEALTH MANAGEMENT “Health Care Reform Should Include 
Worksite Health Promotion Incentives” by David Chenoweth, p. 141. 


“Maine 200 Navigates Firms out of Danger: OSHA’s pilot enforce- 
ment strategy sends a potent message to offenders: Shape up or face 
the consequences” by R. Blake Smith, p. 27. 

“NIOSH Enhances Identity Through Capitol Relocation” by R. Blake 
Smith, p. 35. 

ENFORCEMENT TRENDS “Temporary Worker Services Face Regu- 
latory Burden For Job Safety” by Matthew Carmel, p. 50. 

















Jan. 9 
Crane Management Awareness, 
Orlando, Fla. Crane Institute of Amer- 
ica, Inc., 1063 Maitland Center Com- 
mons, Suite 100, Maitland, FL 32751; 
(800) 832-2726. 


Jan. 12-13 
Essentials of Safety Management, 
Oakland, Calif. University of Califor- 
nia Continuing Education, COEH, 
Richmond Field Station, 1301 S. 46th 
St., Bldg. 102, Richmond, CA 94804; 
(510) 231-5645. 


Jan. 17-19 
DELEAD ’95: “Abatement Strategies 
for an Emerging Market,” Indianapo- 
lis, Ind. Synergy Associates, Ltd., 1950 
Greyhound Pass, Suite 184, Carmel, 
IN 46032; (800) 353-2395. 





Jan. 17-19 
NIOSH-Approved Pulmonary Func- 
tion Technician, Chapel Hill, N.C. 
ELB & Associates, 605 Eastowne 
Drive, Chapei Hill, NC 27514; (800) 
334-2228. 


Jan. 26 
Environmental Risk: Minimizing Loss 
Exposure, Kansas City, Mo. Univer- 
sity of Missouri-Columbia, Engineer- 
ing Communications, W1000 Engi- 
neering Building East, Columbia, MO 
65211; (800) 776-1044. 


Jan. 28 
Lead-in-Construction Safety, City of 
Industry, Calif. National Association 
of Demolition Contractors, 16 N. Fran- 
klin St., Suite 200B, Doylestown, PA 
18901-9840; (800) 541-2412. 





Jan. 30-Feb. 1 
Composites Tooling & Mfg. °95, 
Anaheim, Calif. Society of Manufactur- 
ing Engineers, One SME Drive, P.O. 
Box 930, Dearborn, MI 48121-0930; 
(313) 271-1500. 


Jan. 30-Feb. 3 

Certified Safety Professional Review, 
St. Petersburg Beach, Fla. University 
of North Carolina Occupational Safety 
and Health Educational Resource Cen- 
ter, 109 Connor Drive, Suite 1101, 
CB#8150, Chapel Hill, NC 27514; (919) 
966-7579. 


Jan. 31 
Audiometric Technician Refresher 
Course, Chapel Hill, N.C. ELB & 
Associates, Inc., 605 Eastowne Drive, 
Chapel Hill, NC 27514 (800) 334-5478. 
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